

WILLIAM 0. (BILL) STINSON, Administrative 
Assistant to the Governor of Texas, Second Floor, Parkland 
Hospital in Dallas, stated that during surgery performed 
on. the Governor on November 22, 1963, in connection with 
the shooting of the Governor on November 22, 1963, in 
Dallas, that a fragment of the spent bullet which pene- 
trated the Governor's left shoulder from the rear had been 
removed by DR. TOM SHIRES and/or DR. ROBERT R. SHAW who 
performed the surgery. He stated the fragment of lead was 
retained and placed in a receptacle on his ■ instructions 
and turned over to his office and ultimately to Texas High- 
way Patrolman NOLAN for delivery to the FBI. 

STINSON stated the Governor was shot below the right 
shoulder blade with the bullet coming out at the fifth rib. 

Ho stated the lower portion of the right side was shattered 
. sind,. that as the bullet penetrated this area it proceeded 
through the right arm, breaking the radius and a piece, of 
the spent bullet came to rest .in the Governor's left thigh. 

STINSON stated that although the Governor had boon 
'in very critical condition, at that moment was much impr oved 
and that it was anticipated he would recover satisfactorily. 

» STINSON stated MRS. CONNALLY was, of course, an 
eyewitness to the shooting of the Governor insofar as 
occupancy of the President and Governor's car was con- 
cerned and that MRS. CONNALLY would be available for inter- 
view by the FBI on November 23, 1963, if requested. 





